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ADefcription of the Loadjlotte wade uje of in the 
foregoing Experiments. 

This. Stone weighed exaftly 6 Pound, one Ounce and 
^ AverdopoiSt Weight. Its Form refem bled Figure 4 . 
Its breadth at the North Pole was 4 Inches 5 at the 
South Pole 5 Inches; the Poles running thro 7 the Stone 
in the dire&ion of the,prick'd Line. The length of the 
fhorteft fide was 6 Inches i, of the longeft fide 7 Inches- 
i. Its thicknefa-at the North Pole wa&pne: Inch and a 
half, and at the South Pole one Inch. 


VI. The Specific 4 Gravities of feVerd Metalline Cubes , 
in compari/on with their like {Bulks of Water ; By 
Mr. Fr. Hauskbee, F. 

^IT^Hefe Cubes were deliver’d to me by Dr. Sloaue, 
1 and fuppofed to be extraordinary in their feveral 
kinds, except the Gold. Their workmanlhip was very 
accurate; and they were exa&ly ©f a fize, altho’ they 
differ’d a little from our Meafure. Six of them being 
laid on a Rule, Side by Side, meafttred about a tenth 
more than 6 Inches; and if their. Sides were chang’d, 
they ftdl made the fame meafure. And it farther ap- 
appeaced that they. were exad, by their agreeablenefs 
in the Weight or their refpe&ive Bulks of Water, as 
may be obfexvedby comparing them in the. following. ; 
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Troy Weight. 

Weight of the Weight of the In proportion 
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VII. An Account of what appeared on the Dijfeftion 
of the (Body of Mr. •——— Dove. By the late 
Mr. William Cowper, Surgeon, F. % S. In a 
tetter communicated hy 2)r* Hans Sloane, % S. 
Seer. 


Honoured Sir, 

H AD any opportunity offer’d, youlhould have re¬ 
ceived the following Account of what appeared 
on the DifTcftion of Mr. Dove before now. 

The Body in divers Parts-appeared of a B! :c ? r. Blue, 
Livid, and various Colour^, before I made any Incifion 
into it 5 particularly the Back (where the Blood was 
fettled) had a Cadaverous Blacknefs 3 where the Cuticula 

was 



